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Message Text 

CONFIDENTIAL 

PAGE 01 ADDIS 02283 220751Z 
ACTION SY-05 

INFO OCT-01 AF-10 ISO-OO SYE-00 /016W 

075844 220756Z/11 

O 220703Z MAY 78 
FM AMEMBASSY ADDIS ABABA 
TO SECSTATE WASHDC IMMEDIATE 8465 
INFO AMEMBASSY NAIROBI IMMEDIATE 

CONFIDENTIAL ADDIS ABABA 2283 

DEPT FOR A/SY/OPS/T; NAIROBI FOR RTC FROM 
TSO TEAM ADDIS 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJ: LOCKOUT - MOSLER HAND CHANGE 

AFTER FOLLOWING RECOMMENDED PROCEDURES FOR DRILLING 
FENCE ON MOSLER 2-DRAWER WITH MOSLER HAND-CHANGE LOCK, 

IT APPEARS THAT FENCE DROPS IN WHEN TURNING DIAL STEM, 

BUT THEN CAM SEEMS TO KICK BACK THE FENCE. SUSPECT 
RELOCK. DRILLING REQUIRED 8-10 HOURS AND 15 BITS. 

PLEASE ADVISE ALTERNATIVE METHODS BY IMMEDIATE 
TELEGRAM. 

WALKER 


CONFIDENTIAL 
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